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arm SystemReady 


Certificate of Compliance 
SystemReady 


This document certifies that the following company and system have passed the specified version 
of the Architecture Compliance Suite (ACS), in the below-stated SystemReady band. 


Arm SystemReady certification: SystemReady VE v1.0 (Level 1) 
Company: Parallels 

System: Parallels Desktop 18 

SoC family: Parallels Arm Virtual M achine 

Firmware version: 18.2.0 (53488) 5 
ACS version: N/A (FWTS v23.03.00) 

BSA details: Not confirmed 


BBR details: SBBR (BBR 1.0) 


This certificate is subject to the Arm SystemReady Terms and Conditions and is awarded 
with the following number of waivers*: 13 


Certification number: 761 


Date issued: 04/13/2023 =la EEEE 
Issued by: Digitally signed ı arm 
by Arm ! SystemReady 
A r| l | Date: i 
' 2023.04.24 + VE 
16:10:30 +01'00' ao 


*If waivers apply, they have been communicated by Arm in an accompanying waiver document 
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